AMENDMENT NO. 1 FEBRUARY 2017 
TO 
IS 1891 (PART 5) : 1993 CONVEYOR AND ELEVATOR 
TEXTILE BELTING — SPECIFICATION 


PART 5 FIRE RESISTANT BELTING FOR SURFACE 
APPLICATION 
[Page 5, clause A-2.3] — Substitute the following for the existing clause: 
‘A-2.3 It is recommended that transmission of power to the rotating drum 


should be by means of chain and sprocket. Suitable gear ration may be selected 
to give the drum a rotational speed of 200 + 5 rev/min. 


The steel drum mounted on a horizontal axle and capable of being rotated under 
all load conditions at 200 + 5 rev/min.’ 
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